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GENERAL DESCRIPIION 
B180C0/81700 SETTABS is designed to programraticaily set tabstops 


on a TO082X or YFD&3X tersinal. A set of default tabstops ts 
provided or the user may specify the tabstops desired. 


RELATES DOCUMENTATION 


Nane | Number 


Maes aa HN DS @ ee 


B1€00/B81700 Supervisory MCS Pe Sa 22139 0482 


.>- BURROUGHS CORPORATION | - COMPARY CONFIDENTIAL 


COMPUTER SYSTEMS GROUP |  Bis8dcsB1700 SETTABS 


SANTA BARBARA PLANT TePeSe 2222 2764 CA) 


QOFERATING INSTRUCTIONS 


The program is executed via the SMCS “PASS” mechanisa. Default 
or specifted tabstops are input at executicn tine. 


“PASS SETTABS OO” sets tabstops at the default cotusns shown 
below: : | | 


Screen columns: 9» 136 18» 23» 28 33> 38% 435 75 
CANDE coluans: lp Se 109 15% 2052 25» 305 35» 70 


Any alpha Character may be substituted for "DBD" with no change in 
the results, default tabstops will be used. 


“PASS SETTABS <integer> <tntecger> <integer> ... <integer>* sets 
tabstops at the indicated .screen columnse The maximus string for 
user-specified tabstops is §8@ characters. ‘Any non-numeric 


character or a blank can be used as a separator tetween coluan 
nugcterse , . 


Tabstops may be cieared by the control command mechanism with the 
terminat. 


TCB2X - Controt # 
.TE83X - Control OQ 
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EBROR MESSAGES 


The prograsg generates no errcr messagese 
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